To:  Flowers,  Lynn[Flowers. Lynn@epa.gov] 

Cc:  Bussard,  David[Bussard. David@epa.gov];  Moya,  Jacqueline[Moya. Jacqueline@epa.gov]; 

Vandenberg,  John[Vandenberg. John@epa.gov] 

From:  Phillips,  Linda 

Sent:  Thur  8/13/2015  7:55:06  PM 

Subject:  RE:  Heads  up  request  for  a paragraph  from  Tom  for  this  weekend 


I am  heading  out  for  the  day.  You  can  reach  me  at  home  tomorrow: 


Personal  Phone/Ex.  6 


Linda 


Linda  J.  Phillips,  Ph.D. 

National  Center  for  Environmental  Assessment 
Office  of  Research  and  Development 
U.S.  Environmental  Protection  Agency 
Potomac  Yards  North,  Room  7783 
Telephone:  (703)  347-0366 
email:  Phillips. linda@epa.qov 
Mailing  Address: 

1200  Pennsylvania  Avenue,  NW  (8623P) 
Washington,  DC  20460 


From:  Flowers,  Lynn 

Sent:  Thursday,  August  13,  2015  3:42  PM 

To:  Phillips,  Linda 

Cc:  Bussard,  David;  Moya,  Jacqueline;  Vandenberg,  John 
Subject:  Heads  up  request  for  a paragraph  from  Tom  for  this  weekend 


Linda  and  Jackie:  just  a heads  up  that  Tom  requested  a paragraph  for  his  pocket  on  the  call. 
Wanted  to  let  you  know  before  you  leave  for  the  day.  Looks  like  the  Colorado  river  water  is 
back  to  baseline  and  the  river  will  be  reopened  with  a celebration  and  playing  in  the  water.  I 
know  you  are  working  from  home  tomorrow  and  I will  be  available  too.  Talking  with  John  at  4. 
More  later!!'  Thanks  for  everything!  I shared  your  new  fantastic  spreadsheet  with  John. 

Sent  from  my  iPhone 

On  Aug  13,  2015,  at  3:26  PM,  Phillips,  Linda  <Phillips.Linda@epa.gov>  wrote: 

Sorry  - 1 realized  as  soon  as  I hit  SEND  on  my  last  message  to  you  that  I not  saved  the  most 
recent  version  of  the  spreadsheet  before  sending  it.  Here  is  the  correct  file.  Linda 


Linda  J.  Phillips,  Ph.D. 

National  Center  for  Environmental  Assessment 
Office  of  Research  and  Development 
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